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■  ■  ■  ■  ■  ■    THE  GOLPEU  OAK  SCALE 

The  Golden  Oak  SGale( A^ter olecaniiim  variolosum  Ratz) 
attacks  many  species  of  oak,  especially  those  of  the 
white  oak  group.     It  is  only  injurious  to  sickly  or 
baclOTard  trees,  and  then  the  small  tvdgs  and  an 
occasional  limb  succumbs.     It  is  an  imported  pest, 
coming  to  us  from  Europe,  and  was  first  found  at 
?/ashington,D,C.  ,  in  1880  by  Prof.  J.H.  Comstock, 

The  Golden  Oak  Scale  is  easily  recognised  by  its 
yellowish  golden  color  and  by  the  depression  or  pit 
in  the  bark  where  each  scale  is  attached,     It  is  a- 
bout  the   sise  of  the  head  of  a  pin.    Many  of  the 
scales  are  parasitized  by  other  insects  but  not  in 
sufficient  numbers  to  hold  the  pest  in  check. 
Control.  A  thorough  spraying  with  one  of  the  miscible 
oils,  such  as  Scalecide  applier''  on  a  bright  warm  day 
in  early  spring  before  the  buds  sm^ell  v>/ill  give  f^ood  ■ 
results.     Lime-sulphur  wash  applier^  at  the  same  time 
of  ye?.r  will  give  fair  results  but  a  second  applica- 
tion may  be  necessary  in  order  to  kill  all  of  the 
: insects , 


